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A 

Advertising : 

Reno  Store  Offers  Commercial  Type  Refrigera¬ 
tors,  J59. 

Utilities  on  Air  With  New  Program,  J78. 

Air  Cleaning,  Electric,  Finds  New  Uses,  *N50. 
Aluminum : 

Plan  of  Producing  From  Bauxite  and  Clays 
Junked.  N86. 

Plant  for  Oregon  Approved,  A80. 

Appliances : 

Answers  to  Current  Questions  Given  San  Diego 
Dealers,  D62. 

Authorized  Electrical  Appliance  Service  Sta¬ 
tions,  S69. 

Campaign  Conducted  in  San  Diego  on  Care  of, 
S73. 

Marketing  Opinion  Jury  Assembled  Among 
Appliance  Dealers,  A82. 

No  Civilian  Goods  Yet,  tN76. 

Not  Too  Much  Talk,  t079. 

Preview  of  Things  to  Come,  N73. 

Trade  Plan  in  Sacramento  Disappointing,  N71. 
Utah  Dealers  Offer  Public  a  Method  of  Swap¬ 
ping  Appliances,  A.58. 

Vance  Electric  Service  Plans  to  Handle  Ap¬ 
pliances,  *D66. 

What  the  Customer  Wants,  t079. 

Arizona  Edison  Asks  Rebate  on  Taxes.  D92. 
Associations : 

American  Institute  of  Electrical  Engineers: 
Ingledow,  T.,  Named  on  International  Com¬ 
mittee,  S80. 

Meeting  Stresses  Electronics,  *072. 

Salt  Lake  Technical  Meeting,  *072. 
Vancouver  Section  Elects  Officers  for  1943, 
A72. 

Bureau  of  Radio  &  Electrical  Appliances  of 
San  Diego  County : 

Conducts  Campaign  on  Care  of  Appliances, 
S73. 

Eleventh  Annual  Conference  Reported, 
D62. 

Contractors : 

Case  of  Norman  Russell  Upheld,  J53. 

Court  Removes  Case  Against,  N94. 

Electrical  Contractors  Assn,  of  Northern 
Calif.,  Inc.  Seeks  Transfer  of  S.  F.  Bay 
Chapter  Charter,  N82. 

National  Electrical  (Contractors  Assn:_ 

Issues  Magazine  “Electrified  Production  by 
NEC  A  Members,”  060. 

Paul  M.  Geary  Confers  With  Pacific  Coast 
Chapters,  A73. 

To  Seek  Maintenance  Contracts.  N78. 
Syndicate  of  Newbery-Chandler-Lord  Installs 
Job  for  Dupont,  A67. 

Vancouver  Electrical  Contractors  Assn.  Holds 
Annual  Meeting  and  Election,  J69. 

Victoria  Electrical  Contractors  Assn.  Names 
New  Officers,  J69. 

Ziebarth,  Fritz,  Takes  Over  Operation  of 
Morrow  Aircraft  Corp.,  A67. 

Electrical  Maintenance  Engineers  Assn. : 

Dope  Sheets : 

“How  to  Set  Up  a  Maintenance  Program,” 
by  Howard  C.  Park,  062. 

“Load  Center  Unit  Substation,  Part  1,” 
by  W.  H.  Schiek,  *J47. 

“Load  Center  Unit  Substation,  Part  II,” 
by  W.  H.  Schiek.  *A65. 

Maintain  Plant  Lighting  Efficiency,  *868. 
"Tube  Protection  in  Electronic  Devices,” 
by  E.  W.  Morris,  N63. 

Meets  in  Joint  Quiz  Program  with  Illumi¬ 
nating  Engineers,  N82. 

Moving  Picture  Feature  of  Program,  S80. 


Electrical  Service  League  of  B.  C. : 

Committees  to  Study  Postwar  Pr.oblems,  S80. 
Plans  for  Postwar  Construction,  NC2. 

E lectio  s:  N82 

Fluorescent  Lighting  Assn.  Names  Committee. 
D73. 

lll-'minating  Eng.  Societ- : 

Illumination  Forecast  by  President  Sharp  in 
Western  Tour,  *D59. 

Meets  in  Joint  Quiz  Program  With  Main¬ 
tenance  Engineers,  N82. 

Oregon  Chapter  Reports,  S80. 

Plans  Publication  of  Handbook,  Preparation 
of  Moving  Picture  and  Addition  of  Secre¬ 
tary,  S57. 

President  Sharp  to  Tour  Country,  N78. 
Rocky  Mountain  Chapter  to  Elect  Officers 
at  September  Meetings,  S77. 

S.  F.  Bay  Cities  Section : 

Holds  Board  Meeting,  S77. 

New  Fiscal  Year  Opened  Sept.  22,  N78. 
Sections  Elect,  A73. 

Southern  California  Section  Discusses  Ex¬ 
perience  With  Germicidal  Lamps,  J67. 
Intcrnrtional  Assn,  of  Electrical  Inspectors: 
Cogitate  at  Northwe.st  Section  Annual  Meet¬ 
ing,  *081. 

Fxtra  Meeting  Held  in  South,  J67. 
Inspecticide,  tS76. 

Manahan,  R.  H.,  Retires,  J69. 

Nearer  Heart’s  Desire,  t079. 

Northwestern  Section  Holds  Annual  Meet¬ 
ing,  •A72. 

Puget  Sound  Chapter  Discusses  Material 
Substitutions,  A73. 

Schedules  Annual  Meet,  J67. 

So.  Calif.  Chapter  Suggests  Inspector  Clinics, 
S77. 

Southwest  Section : 

Adds  New  Subjects  to  Annual  Program, 
A72. 

Wartime  Methods,  New  Developments  Ap¬ 
praised  at  Annual  Meeting,  *083. 
International  Assn,  of  Electrical  Leagues  Has 
Westerners  at  Cincinnati  Meeting,  090. 
International  Brotherh  iod  of  Electrical  Work¬ 
ers  : 

Clerical  Workers  Will  Be  Represented  in 
Collective  Bargaining  in  Sacramento,  0102. 
Holds  Seven-Day  Conference,  D73. 

Milne  On  Labor-Management  Planning  Com¬ 
mittee,  A73. 

P  G  &  E  Workers  to  Decide  on  Representa¬ 
tion,  N88. 

Starts  House  Organ  for  Local  46,  A72. 

To  Represent  P  (1  &  E  Workers,  S92. 

Kodiak  Electric  Assn.  Awarded  REA  Funds, 

0102. 

Los  Angeles  Electric  Club  Names  New  Officers, 
*J69. 

Meetings:  .169;  A73  :  S77  :  088,  090,  N82  :  D73. 
National  Electrical  Manufacturers’  As.sn.  Starts 
Wartime  Educational  Service,  S73. 

National  Electrical  Wholesalers  Assn.  Air 
Problems  in  Session  at  Santa  Barbara,  *J66. 
NFPA  Issues  New  National  Fire  Code,  D60. 
National  Industrial  Service  Assn.,  Inc.,  Ap¬ 
points  Westerners,  J69. 

Northern  California  Electrical  Bureau  Recesses 
Repair  (31ass,  A.i6. 

Northwest  Electric  Light  &  Power  Assn.: 
Accountants  Meet  in  Second  Conference  at 
Seattle.  *J68. 

Hale,  J.  A.,  Elected  President,  *S80. 
Thirty-sixth  Annual  Meeting  Held  in  Port¬ 
land,  A73. 

Utility  Sales  Managers,  Former  Manufac¬ 
turers  and  Jobbers  Meet,  D73. 

Utilization  Section  Faces  War  Realities,  *J65. 
Pacific  Coast  Flectrical  Assn. : 

Committee  Member  Appointments  An¬ 
nounced,  S76. 

Electriquiz : 

Questions:  S76,  090. 

Answers:  S108,  0112. 

Interest  in  Safety  Ordinance  Extended,  S76. 
Northern  and  Southern  Meetings  Scheduled, 
090. 

Operating  Economics  Section  Holds  Two 
Round-'Table  Discussions,  *D49. 

Takes  Stock  at  War  Conferences,  *D67. 
Wartime  Conferences  in  Los  Angeles  and 
San  Francisco,  *J60. 


Who  Am  I? 

Dellmann,  G.  H.  P.,  *S76. 

Tracy,  F.  A.,  *090. 

Pacific  Northwest  Dispatchers  Assn.  Re-elects 
.less  P  Paschall  President,  A73. 

Rocky  Mountain  Electrical  League: 

Annual  Meeting  Strengthens  Wartime  Pro¬ 
gram,  088. 

Conservation  Urged,  S80. 

S.  F.  Pot  &  Kettle  Club  Elects  Officers,  S77. 
Utility  Workers  Organizing  Committee: 

P  G  &  E  Workers  to  Vote  on  Representa¬ 
tion,  N88. 

Vancouver  Electric  Club  Elects  Officers,  S80. 
Awards : 

Honor  Awards  Conferred  on  Coast  Utilities  by 
OCD,  *A67. 

National  Security  Award  Established  by  OCD, 

0102. 


B 

Books : 

Bulletins,  Data  Books,  Etc. :  J28,  30 ;  A30 : 
S38  :  042  :  N38  ;  D38. 

Control  Diagrams,  publication  of  American 
Standards  Assn.,  A67. 

Design  and  Operation  Material  of  Home  De- 
hydiation  Equipment  Assembled  in  Manual 
by  Edison  Electric  Institute,  A69. 

G.  E.  Consumers  Institute  Publishes  Four 
More  Booklets,  N74. 

Home  Canning  Guide  Issued  by  W  E  &  M  Co., 
A56. 

Hotpoint  Issues  “Home  Canning  by  Hotpoint,” 
S73. 

How  Can  I  Avoid  Wasting  Light  (booklet  of 
Westinghouse  Lamp  Co.),  D58. 

Maintenance  of  Farm  Electric  Wiring,  bulle¬ 
tin  prepared  by  J,  R.  Tavernetti,  A69. 

Maintenance  Tips  for  the  Farmer  Prepared  by 
G.  E.,  N75. 

Meyberg  Spectrum  Service,  monthly  publica¬ 
tion  of  Leo  J.  Meyberg  (jo.,  A67. 

New:  A6:  812;  08:  N8  ;  D14,  18. 

Power  Factor  and  How  to  Correct  It,  publica¬ 
tion  of  Cornell-Dubilier  Electric  Corp.,  A67. 

Primer  for  Preparing  Lunch  Box  Meals  Issued 
by  W  E  &  M  Co.,  A.56. 

Wartime:  J40. 

B.  C.  Electric  Railway  Co. : 

Additional  Meters  Available  to  Only  Self-Con¬ 
tained  Suites,  A82. 

Awarded  Two  Contracts,  A90. 

Customers  Get  Rebate  on  Electric  Service,  D78. 

“Busbar  Capacity  Not  Always  the  Same,”  by 

Alfred  G.  von  Normann,  N61. 


c 

California  Electric  Power  Co.  Refinancing  Plan 
Approved,  N84. 

Central  Valley  Project: 

Funds  Up  for  Committee  Debate.  J74. 
Commercial  Cooking: 

Electric  Kitchens  Feed  Army  Hospital,  *N67. 
“Make  It  Last,”  by  Jack  Dugan,  *N69. 
Manufacturer  Speaks,  N68. 

War’s  Lessons  in  Heavy-Duty  Cooking,  N67. 


D 

Dams : 

Bonneville:  See  “Generation.” 

Boulder  Dam : 

Nevada  Given  Credit  on  Power  Payments, 
N84. 

Operates  at  1,000,000-Kw.  Capacity.  J78. 
Dam  Failure  Floods  Generators  in  Swan  Falls 
Plant.  J82. 

Fort  Peck  Power  Plant  Now  in  Operation, 
A78. 

Fourth  Unit  Goes  Into  Service  at  Parker  Dam, 
J74. 

Friant  Dam  Construction  Continues.  *D91. 
German : 

More  Data  Secured  on  Bombing  of.  A90. 
Ruhr  Power  Dams  Breached.  *J41. 

“'They  Didn’t  Believe  We  Could  Do  It,”  by 
George  C.  Tenney,  *D4.'). 


INDEX 


Grand  Coulee: 

Coulee  Dam  Official  Name  Following  Town 
Merger,  N92. 

Fourth  Unit  in  Operation,  S88. 

Generators  Carry  Record  I»ad,  S90. 

No.  5  Generator  Given  Test  Run,  N86. 
Temperature  Differential  Exists.  S84. 
Transformer  for  Installation  at  Grand  Coulee, 


•D92. 

Unit  Only  New  Capacity  Allowed  in  West, 
A78. 

Green  Mountain : 

To  Get  Second  Generating  Unit,  J80. 

Shasta : 

P  G  &  E  Takes  Wartime  Output,  092. 
Sacramento  River  Flows  Through  Diversion 
Tunnel,  A84. 

Scheduled  to  Start  Operations  in  March, 
N96. 

Dehydration : 

Customers  of  So.  Cal.  Ed.  Co.  Told  How  to 
Make  Dehydrator,  S73. 

Dehydrator  Uses  Radiant  Heat  Principle, 
*A68.  . 

Design  and  Operation  Material  Assembled  in 
Manual  by  Edison  Electric  Institute,  A69. 


Distribution  &  Transmission: 

Aerial  Patrols,  tN76. 

British  Shockproof  Substation  Design,  A.iO. 
Colorado  REA  Ordered  to  Reduce  Inventory, 


A78. 

Distribution  Fundamentals:  Ju46,  A51,  S63, 


OWU  Defines  Standards  for  Distribution 
Transformers,  N94. 

OWU  Ruling  on  Rural  Line  Extensions,  A92. 
Relaxation  of  Rural  Power  Line  Restrictions 
Results  in  Service  Additions  in  B.  C.,  A92. 
Shasta  Line: 

Carter  Replies  to  Ickes,  094. 

Congrress  Defied,  tA70. 

Construction  Contract  Awarded.  N97. 
Debate  Follows  Order  to  Build,  S88. 

Ickes  Orders  Line  to  Oroville,  A78. 

Low  Construction  Bid  $207,.'>31j  ^8. 
“Switch  and  Fuses  Replace  Circuit  Breaker  on 
60-Kv.  Subs,”  by  C.  E.  Baugh,  *A47. 


E 


Editorials: 

A  $175,000,000  Fantasy,  tD74. 

A  Stake  in  Free  Enterprise,  tJ70. 

.\erial  Patrols,  tN76. 

As  others  See  Us,  tJ70.  „  .  t  tx 

“Aviation — A  Progress  Report,  by  James  H. 

McGraw,  Jr.,  tS93. 

Christmas  1943,  tD75. 

Congress  Defied,  tA70. 

Conservation  Can’t  Lag,  tN77. 

Conservation  Not  Power  Shortag^  tS74. 
Customers  Made  This  Business,  tD74, 

Dream  Stuff.  tA70. 

Easy  Way  Out.  tD74.  ,  *  •  . 

“Engineering  Design — Creator  of  Amwica  s 
Mechanized  Might.”  by  James  H.  McGraw, 
Jr.  tJ49. 

Four  Billion  Dollar  Industry.  tN77. 

“Free  Enterprise.”  by  James  H.  McGraw,  jr., 
t097.  tN89. 

Inspecticide,  tS7.». 

Maintenance  Scale.  tS74. 

Nearer  Heart’s  Desire.  t079. 

No  Civilian  Goods  Yet,  tN76. 

No  Time  for  Complacency,  tS(4. 

Not  Too  Much  Talk,  +079. 

No.  14  Wire  is  Obsolete.  tN76. 

One  Problem— One  Answer.  +D75. 

Postwar  Engineering  Planning,  TS75. 

Postwar  Selling,  tJ71" 

Quotations : 

James  K.  Lincoln,  tJ?!* 

Eric  A.  Johnston,  t079, 

W.  G.  Murrin,  tA71. 

John  E.  Wiley.  tS76. 

R.  C.  Cosgrove,  tN77. 

Willard  T.  Chevalier,  tD75. 

Regulatory  Confiscation,  t078. 

Residential  Fluorescent,  tA71. 

Selling  in  Reverse.  +A71. 

Some  More  Irreconcilables,  T078. 

Utilization  Men.  tJ71. 

What  the  Customer  Wants,  t079. 

El  Paso  Election  Defeats  Bond  Issue  to  Acquire 
Utility,  N84. 

Electra’s  Husband : 

Fine  Art  of  Bossing,  046. 

It’s  the  War.  You  Know.  S40. 

It’s  Up  to  the  Industry.  D42. 

Mars  and  the  Map  Makers,  J32. 

The  West — Industrial  Frontier,  N40. 

This  Renegotiation  Business,  A32. 

Electronics :  .  ,  , 

“Electronics  at  Work  in  Industry— I,  by  E. 
W.  Morris,  *D47. 

Four  Billion  Dollar  Industry,  tN77. 

New  Possibilities  for  Air  Cleaning  Equipment, 
*N50. 

Stressed  at  AIEE  Meeting,  *072. 

“Tube  Protection  in  Electronic  Devices,”  by  E. 
W.  Morris.  N63. 

Employee  Relations: 

“A  Wartime  Personnel  Training 
(P.S.P.  &L.),  by  G.  L.  Rideout. 

Diet  Clinic  Helps,  D66. 


Program” 

049. 


Instruction  by  Job  Breakdown  Method  (Idaho 
Power  Ck>.).  D53. 

Suggrestion  Plan  of  P.G.  &  E.  Co.,  051. 
Engineers  Have  Place  in  Postwar  Planning, 
tS76. 


F 

Federal  Power  Commission : 

Approves  Calif.  Electric  Power  Refinancing 
Plan,  N84. 

Montana  Projects  Involved  in  Order,  S92. 
Orders  Accounting  Adjustments  in  (iost  Study 
of  Idaho  Power  Co.,  J82. 

Orders  UP  &  L  Co.  to  Dispose  of  $27,000,000. 
S86. 

Rescinds  Order  to  “Wheel”  Power,  D78. 

Scores  NARUC  Amendment  Proposals,  N96. 
“Fire  Fighting  by  Scientific  Methods.”  by  Her¬ 
bert  Heinrich,  *070. 

“Free  Oimpetitive  Enterprise,”  by  Leonard  E. 
Read,  A4i. 


G 

General  Electric  Co. : 

“Choose  a  Heat-Treating  Furnace  Wisely,”  by 
R.  W.  Steenrod.  *054. 

Establishes  Second  Service  Center  in  Los  An¬ 
geles,  S73. 

Initiates  Home  Study  Course,  S73. 

“Load  Center  Unit  Substation,  Part  I.”  by 
W.  H.  Schiek,  *J47. 

“Load  Center  Unit  Substation,  Part  II.”  by 
W.  H.  Schiek.  *A65. 

Releases  New  Welding  Film,  J89. 

“Steel  Mill  Sectionalizes  Drive,”  hy  G.  L. 
Beaver,  *A43. 

Generation : 

Additional  Storage  Facilities  Sought  for  Pa¬ 
cific  Northwest,  J74. 

Bill  Limits  Anchorage  Bond  Issue  for  Plant 
Purchase,  A88. 

Bill  Would  Put  Power  Agencies  Under  One 
Head,  J80. 

Bonneville  Power  Administration : 

Celebration  to  Mark  Completion  of  Dam. 
D84. 

Generators  Carry  Record  Load,  S90. 

Makes  Available  Survey  of  Seattle  and  King 
County,  A84. 

Ninth  Generating  Unit  Added  in  September, 
OlOO. 

Power  Demands  Heavy,  N92. 

Proposes  New  Water  Storage  Program.  S84. 
Signs  Contract  with  Puget  Sound.  N92. 
Utilities  to  Wheel  Power  to  New  Air  Station. 
S84. 

Colorado-Big  Thompson  Project: 

Green  Mountain  Dam  to  Get  Second  Gen¬ 
erating  Unit,  J80. 

May  Be  Reviv^,  A84. 

No  Additional  Capacity  for,  S96. 

Colorado  REA  Would  Buy  M.U.C.  Properties, 
A80. 

Columbia  Basin  Hearings  Expected  in  August. 
A80. 

Conservation  Can’t  Lag,  tN77. 

(Conservation  Not  Power  Shortage,  fS74. 
Control  Valve  for  P.G.  &  E.  Power  House. 
*A97. 

Dam  Failure  Floods  Generators  in  Swan  Falls 
Plant,  J82. 

“Dutch  Flat  Designed  as  Fully  Automatic,” 
by  T.  J.  Corwin  and  D.  P.  Dinapoli.  *S60. 
Easy  Way  Out,  tD74. 

“Everything  But  tbe  Kitchen  Sink”  (Cline 
Falls  plant) ,  by  J.  H.  Siegfried,  *N47. 
Extension  of  Injunction  Prohibits  Sale  of 
Hetch  Hetchy  Power  to  PG  &  E  Co,.  J84. 
FPC  Rescinds  Order  to  “Wheel”  Power,  D78. 
Grand  Coulee: 

Generators  Carry  Record  Load.  S90. 

Indian  Girl  Works  at  Power  House,  *A82. 
No.  5  (generator  Given  Test  Run,  N86. 

Power  Demands  Heavy.  N92. 

Unit  Only  New  Capacity  Allowed  in  West, 
A78. 

House  Committee  Studies  Northwest  Power 
Uses,  N86. 

Lake  Dredging  Protested  by  California  Groups. 
N86. 

Nevada  Given  Credit  on  Boulder  Power  Pay¬ 
ments.  N84. 

N.  M.  iSiblic  Service  Co.  Sells  Plant,  N84. 
Nisqually  Additions  Expected  to  Go  Ahead. 
D84. 

P.G.  &  E.  Takes  Wartime  Output  of  Shasta 
Dam,  092. 

“Penstock  Tunnel,  Flow  Line  Maintenance,” 
by  T.  C.  Stavert,  *S66. 

Power  Flow  Study  Available  for  California 
Streams.  A84. 

Power  Measure  Certified  for  Washington  Bal¬ 
lot,  A82. 

Power  Pool  Operating  Problems,  *N52. 

Power  Resources  Will  Be  Inventoried.  D88. 
Probe  of  Government  Plants  Asked,  J78. 
Progress  at  Pit  No.  5  Project,  *J78. 

Program  to  Push  Conservation  Adopted.  N97. 
“Quick  Pickup,  Economy  at  Harbor  Plant,” 
by  C.  P.  Garman,  *065. 

Redding  Applies  for  Block  of  Power,  A88. 


Steam  Plant  Adds  Power  Facilities  in  South, 
*J82. 

WPB  Official  Refutes  Power  Shortage  Claim. 
D94. 

W.W.P.  Co.  Appeal  Denied  in  Power  Site 
Valuation,  N84. 

Wire  on  SeagruH’s  Leg  Causes  Power  Shutoff 
in  Utah,  *J84. 


H 

Heating : 

Hotbed  Cable  Substitute,  N75. 
Infrared  Testing,  *J63. 


I 

Idaho  Power  Co. : 

Accounting  Adjustments  in  Cost  Study  Or¬ 
dered  by  FTC,  J82. 

Applies  New  Method  of  Employee  Training, 
D53. 

Cooperates  in  Putting  Small  Business  Into 
War  Production,  A52. 

Generators  in  Swan  Falls  Plant  Flooded  When 
Dam  Fails,  J82. 

Holding  Company  Offers  to  Sell  Stock,  A84. 

Refinancing  Receives  FPC  Approval,  D82. 

Imperial  Irrigation  District: 

Price  Set  in  Purchase  Negotiations,  S84. 

Purchase  Ratified  by  Voters,  092. 

Strike  Raises  Legal  Questions,  D91. 

Industrial : 

A  Stake  in  Free  Enterprise.  tJ70. 

“Choose  a  Heat-Treating  Furnace  Wisely,”  by 
R.  W.  Steenrod,  *054. 

Copper  Gets  in  Its  Pores,  *061. 

Electric  Air  Cleaning  Finds  New  Uses,  *N60. 

Fontana  Steel  Mill  Has  Electricity  as  Prime  ' 
Mover,  *J37. 

Geneva  Steel  Plant  Will  Generate  Own  Power, 
*A86. 

“How  to  Set  Up  a  Maintenance  Program.” 
by  Howard  C.  Park,  062. 

“Load  Center  Unit  Substation — Part  I,”  by 
W.  H.  Schiek.  *J47. 

“Load  Center  Unit  Substation — Part  II,”  by 
W.  H.  Schiek.  A65, 

One  Problem — One  Answer,  tD75. 

Plant  to  Produce  Steel  Castings  Built  from 
Scrap,  *052. 

Put  Small  Business  Into  War  Production,  A52. 

“Steel  Mill  Sectionalizes  Drive,”  by  G.  L. 
Beaver,  *A43. 

Tannery  Goes  Streamline.  *056. 

“3-Phase  Transformers  Save  Copper  and 
Steel,”  by  E.  W.  Morris,  *J44. 

Transformer  Coils  Lifted  Without  Dismantling, 
*N51. 

“Tube  Protection  in  Electronic  Devices.”  by 
E.  W.  Morris,  N63. 

Use  of  Conduit  Frozen,  060. 


L 

Letters  to  the  Editor:  S8,  014,  N14. 

Lighting: 

“A  Lighting  Design  Chock  Chart.”  by  Robert 
L.  Dearborn,  S50. 

Abundant  Light  Aids  War  Production,  *S51. 
Advice  to  Be  Mailed  Industrial  Plants  in 
Southern  California,  058. 

Christmas  Lights  Out  in  Denver  Indicates  No 
Power  Shortage,  D92. 

Citizens  of  Phoenix  Suggest  Lighting  Change¬ 
over,  D91. 

“Cold  Cathode  Produces  Light  Canopy,”  by 
George  C.  Greenland  and  Chet  Miller,  *S55. 
Ckintrast  Painting  Aids  Light,  *S56. 

Course  for  S.  F.  Department  Store  Completed, 
058. 

“Critical  Seeing  on  Critical  Materials,”  by  H. 

J.  Chanon,  *S46. 

Dimmers  Honored,  *A67. 

Djmout  and  Display,  S59. 

Dimout  Lifted.  Brownout  On.  N64. 

Dimout  Modification  in  Prospect  for  West 
Coast,  092. 

First  Blackout  Office  Building,  *D58. 
Fluorescent : 

“Production  Jigs  Fluorescent  Lighted.”  by 
J.  A.  Murray,  *S49. 

Residential  Fluorescent,  tA71. 

Guide  for  Interior  Lighting  Issued  by  WPB. 
A66. 

Idea  Sheet : 

Light  for  a  Machine  Shop,  *N65. 

Light  for  an  Auditorium,  *A64. 

Light  for  Load  Dispatching.  *J54. 

Light  Without  Ceiling.  *A64. 

Illuminating  Engineering  'Training  Course 
(U.S.C.).  J48. 

Inadequate  Lighting  Blamed  for  Poor  Eye¬ 
sight  by  B.  C.  Professor,  058. 

Lamps  Can  Be  Lethal,  J67. 

Maintain  Plant  Lighting  Efficiency  (EMEA 
dope  sheet) ,  *S58. 

Paper  on  “The  Role  of  Lighting  in  Accident 
Prevention”  Available  in  Pamphlet  Form, 
S54. 

“Plan  Now  for  Postwar  Lighting  Promotion,” 
by  O.  R.  Doerr,  *S43. 


Results  from  Sight  for  Victory  Campaign 
Summarized,  058. 

School  Lighting,  S67. 

Seattle  Retains  Shields  on  Ornamental  Street 
Lights,  D92. 

Sharp  Remarks  About  Lighting  Future,  *D69. 

Sight  for  Victory  Booklet  for  Industrial 
Plants,  J48. 

Signal  System  of  Salt  Lake  City  to  Be  Mod¬ 
ernized,  D91. 

"Three  Sources  Used  in  Wartime  Lighting," 
by  D.  P.  Kohler,  *S62. 

Training  Vital  (PSP&L  program),  S67. 

Turntable  Displays  Fixtures  for  Pocatello 
Store,  ’JSS. 

Victoria  Has  Postwar  Lighting  Plan,  J82. 

Los  Angeles  Bureau  of  Power  &  Light: 

Bi-Monthly  Billing  Now  in  Effect,  J84. 

New  Turbo-Generator  in  Harbor  Plant  Dedi¬ 
cated,  •J82. 

"Quick  Pickup,  Economy  at  Harbor  Plant,” 
by  C.  P.  Garman,  *065. 

Service  Program  Initiated  to  Extend  Appli¬ 
ance  Life,  *074. 

Uses  Two-Way  I’M  Dispatching.  *864. 


Machinery  Will  Be  Redistributed  by  WPB,  N94. 
Maintenance  and  Repair: 

"A  Wartime  Personnel  Training  Program.” 

by  G.  L.  Rideout.  *048. 

Addresses  Given  for  Parts  and  Repairs  for 
Various  Cleaners,  J69. 

Appliance  School  for  Northern  California 
Service  Dealers,  J69. 

Campaign  Conducted  in  San  Diego  on  Care 
of  Appliances,  S73. 

Class  Conducted  by  Northern  Calif.  Electrical 
Bureau  Recessed  for  Summer.  A56. 

Condenser  Fields  Re-insulated  in  Shops  of  So. 
Cahf.  Ed.  Co.,  *A49. 

Conservice  Schools  Held  in  Salt  Lake  Terri¬ 
tory,  S73. 

Critical  Skills  Include  Motor  and  Equipment 
Repairmen,  N94. 

Receive  Good  Advice  by  Colorado 
Utility,  ♦N74. 

G-E  Establishes  Second  Service  Center  in  Los 
Angeles,  S73. 

G^  Initiates  Home  Study  Course,  S73. 

How  to  Set  Up  a  Maintenance  Program,”  by 
Howard  C.  Park,  062. 

Industrial  Illuminating  Engineering  Course 
(U.S.C.) ,  J48. 

Instruction  by  Job  Breakdown  Method,  D63 
Kelyinator  Repair  School  at  Preston,  *A58. 
Maintenance  Scale,  tS74. 

Maintenance  Tips  for  the  Farmer  Prepared 
by  G.E.,  N75. 

"Marine  Electrical  Training  Streamlined” 
(home  study  course,  Moore  Dry  Dock  Co.) 
by  H.  S.  Dusenbery,  J62. 

New  Time  Shop  in  Los  Angeles,  *D65. 
Penstock,  Tunnel,  Flow  Line  Maintenance,” 
by  T,  C.  Stavert.  *S66. 

^*J59*  ®“*des  Made  Available  by  Hotpoint, 

Salt  Lake  City  Company  to  Handle  Radio 
Repairs  for  G.  E.  Supply,  *S73. 

San  Joaquin  Division  of  So.  Cal.  Ed.  Co.  to 
0106^**^  Commercial  Positions, 

Service  Station  Directory  Issued  by  Pacific 
Power  &  Light  Co..  J59. 

Training  Vital  (PSP  &  L  program  on  light¬ 
ing),  S57. 

Transformer  Coils  Lifted  Without  Dismantling, 
*N.'51. 

Wartime  Care  of  Farm  Equipment,  J72. 
Wartime  Service  Instructs  Customers,  *074. 
Wartime  Service  Card  Lists  Services  for  In¬ 
dustrial  Consumers,  J69. 

Manpower : 

Critical  Skills  Include  Motor  and  Equipment 
Repairmen,  N94. 

^gal  Questions  Arise  in  Imperial  Strike,  D91. 
New  Regulations  Issued  for  Draft  Deferment. 
0104. 

SDG  &  E  Co.  Puts  Mechanical  Employees  on 
48-Hour  Week,  A90. 

See  also  "Associations,  I.B.E.W.” 

Utility  Jobs  on  Critical  List,  S96. 

WLB  Order  Increases  Wages  of  PG  &  E  Em¬ 
ployees,  N88. 

Merchandising ; 

Answers  to  Current  Questions  Given  San 
Diego  Dealers,  D62. 

Bits  of  Sales  Flotsam,  *S68. 

Home  File  in  Demand.  N71. 

Manufacturer  Lists  Its  Makes  of  Cleaners, 
J69. 

Marketing  Opinion  Jury  Assembled  Among 
Appliance  Dealers,  A82. 

NEMA  Starts  Wartime  Educational  Service, 
S73. 

New  Method  for  Washing  Greasy  Garments, 
J59. 

Northwest  Sales  Group  Optimistic,  *J65. 
Nourishing  Sales  Bits,  077. 

Odds  and  Ends  of  Sales  News  from  Today’s 
Market,  A57. 

Postwar  Selling, 

Preview  of  Things  to  Come,  N73. 


INDEX 


Quick  Glances  at  the  Indicators  for  Tomor¬ 
row,  D64. 

Reno  Store  Offers  (Commercial  Type  Refriger¬ 
ators,  J59. 

Salesroom  Change  at  UP  &  L,  *N72. 

Salt  Lake  Dealer  Switches  to  Crockery,  *076. 

Selling  in  Reverse,  tA71. 

Servel  Plans  to  Distribute  Gas  Air  (Condi¬ 
tioning  Unit  Through  Gas  Companies,  D63. 

Metering : 

Power  Factor  Measurement,  *N57. 

Montana  Power  Co. : 

FPC  Order  Involves  Projects,  S92. 

Motors : 

"Make  Every  Horsepower  Work  Harder  Now,” 
by  K.  R.  Collins,  059. 

Winding  Form  Library,  •J48. 


National  Defense : 

Dimout  Lifted,  Brownout  On,  N64. 

Dimout  Modification  in  Prospect  for  West 
(Coast.  092. 

Honor  Awards  Conferred  on  Coast  Utilities 
by  OCD,  *A67. 

Light  Control  Deputies  of  S.  F.  Remain  Or¬ 
ganized,  D92. 

National  Security  Award  Established,  0102. 
New  Method  for  Washing  Greasy  Garments,  J59. 


On  the  Beam :  A74,  S82. 

Oregon  Town  Starts  Job  Stockpile,  S90. 


Pacific  Gas  and  Electric  Co. : 

Appliance  Test  Campaign  in  Sacramento  Dis¬ 
appointing,  N71. 

Asks  Approval  on  Purchase  Applications.  S84. 

Clerical  Employees  Will  Hold  Collective  Bar¬ 
gaining  Elections,  N88. 

Court  Hears  Demurrer  in  Sacramento  Pro¬ 
posal,  OlOO. 

Court  Upholds  Decision  Declaring  Utility  Sub¬ 
sidiary  of  North  American  Co.,  D76. 

"Dutch  Flat  Designed  as  Fully  Automatic,”  by 
T.  J.  Corwin  and  D.  P.  Dinapoll,  *S60._ 

Electrical  Vulcanizing  Mould  Used  in  Splicing, 
*S67. 

Has  Employee  Suggestion  Plan,  051. 

“No.  14 — Obsolete,”  by  J.  A.  Hill,  D61. 

Power  Factor  Measurement,  *N57. 

"Private  Enterprise? — and  How!”  by  R.  O. 
McGougan,  *052. 

Sacramento  Clerical  Workers  Will  Be  Repre¬ 
sented  in  Collective  Bargaining,  ()102. 

"Switch  and  Fuses  Replace  Circuit  Breaker 
on  60-kv.  Subs.”  by  C.  E.  Baugh.  *A47. 

Takes  Wartime  Output  of  Shasta  Dam,  092. 

Wage  Increase  Granted,  N88. 

Workers  To  Be  Represented  by  IBEW,  S92. 

Pacific  Power  &  Light  Co. : 

Committee  Guiding  Postwar  Plans,  0106. 

"Everything  But  the  Kitchen  Sink,”  by  .1.  H. 
Siegfried,  *N47. 

"Plastics  Take  War  Strides.”  by  John  Delmonte, 
*N45. 

Postwar  Planning: 

Committees  of  League  of  B.  C.  to  Study  Post¬ 
war  Problems,  S80. 

Committee  of  P.P.  &  L.  Co.  Guiding  Postwar 
Plans,  0106. 

Dream  Stuff,  tA70. 

Engineers  Have  Place  in  Postwar  Planning, 
tS75. 

Illumination  Forecast  by  President  of  Illumi¬ 
nating  Eng.  Society,  *D59. 

League  of  B.C.  Plans  for  Postwar  Construc¬ 
tion,  N82. 

Loan  Agencies  Aware  of  Need  for  Adequate 
Home  Wiring,  D60. 

“No.  14 — obsolete,”  by  J.  A.  Hill,  D61. 

No.  14  Wire  is  Obsolete.  tN76. 

Oregon  Town  Starts  Job  Stockpile,  S90.  _ 

"Plan  Now  for  Postwar  Lighting  Promotion,” 
by  O.  R.  Doerr,  *S43. 

Postwar  Engineering  Planning,  tS75. 

Postwar  Selling,  t?l. 

Preview  of  Things  to  Come  (appliances),  N73. 

Public  Works  Program  Slated  for  West,  J74. 

Quick  Glances  at  the  Indicators  for  Tomor¬ 
row,  D64. 

Scheme  to  Facilitate  Reconnection  of  Ranges, 
*N62. 

Seattle  Plans  Development  Projects,  0106. 

Victoria  Has  Postwar  Lighting  Plan,  J82. 

"Power  Factor  in  One  Easy  Lesson,”  by  George 

N.  Hawley,  N59. 

Priorities : 

Changes  in,  J51. 

Few  (Changes,  D66. 

Fewer  Regulations  Issued  in  August,  S59. 

.Materials  Regulations  Changes,  A59. 

More  Regulation  Changes.  080. 

No  Relaxation  in  Sight,  N66. 

Restrictions  Freeze  Use  of  Conduit.  060. 
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Engineering  Litrafy 

E 

V.  ^  I 
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Products,  New :  J8.  12,  16,  20  ;  A14.  16.  22.  28 ; 

S16,  20,  24,  30  ;  018,  26,  33,  38,  40  ;  N24,  26,’ 
32,  34 :  D22,  26,  33,  34. 

Public  Relations: 

Customers  Made  This  Business,  tO?4. 

Help  Given  War  Industry  Newcomers  by 
WWP  Co.,  A66. 

Public  Service  Co.  of  Colorado: 

C!omes  Under  “Death  Sentence,”  S84. 

Darkens  Building  in  Conservation  Plan,  N92. 

Gives  Customers  Good  Advice  on  Appliance 
Care,  *N74. 

Holdings  Go  to  Private  Investors,  D76. 

Sets  Up  hkiuipment  Display  in  City  Hall, 
*S110. 

Public  Utility  Districts: 

A  $175,000  Fantasy,  tl>74. 

Hood  River  PUD  Proposes  $175,000,000  Bond 
Issue,  D76. 

Meyers,  Guy  C.,  Fiscal  Agent  in  Negotiations 
for  Ariel  Development  Purchase  by  Cowlitz 
County,  A90. 

New  Contract  Saves  for  FT*HA,  0102. 

Petition  Signed  to  Put  Bill  Before  Washing¬ 
ton  Voters,  J74. 

Request  for  Wholesale  Power  Rates  Turned 
Down,  N84. 

Tri-County  PUD  Drops  Efforts  to  Secure  Util¬ 
ity  Properties,  D76. 

Would  Compel  Wholesale  Power  Rates  from 
Utilities,  0102. 

Public  Works  Program  Slated  for  West,  J74. 

Puget  Sound  Power  &  Light  Co. : 

“A  Wartime  Personnel  Training  Program,” 
by  G.  L.  Rideout,  *049. 

Details  of  Brooder  as  Dryer  Worked  Out  in 
Farm  Laboratory,  *A68. 

Home  Service  Aids  the  War,  *A55. 

"Make  It  Last,”  by  Jack  Dugan,  *N69. 

Pays  First  Dividend  Under  Recapitalization 
Plan,  N86. 

Perfects  Battery  Brooder.  *J73. 

Reorganization  Plan  Approved,  J80. 

Sets  Up  Farm  Equipment  Exchange,  N75. 

Signs  Power  (Contract  With  Bonneville,  N92. 

Stimulates  Victory  Gardens  Among  Employees, 
A69. 

Stock  Near  Par  in  Tentative  Trading,  A84. 

Utility  Franchise  Debated  by  Council,  _D96. 

Will  Institute  Bi-monthly  Meter  Readings  and 
Billings,  0106. 


Radio: 

Lewiston  WWP  Puts  Reddy  Kilowatt  Quiz  on 
the  Air,  D63. 

Utility  Uses  Two-Way  FM  Dispatching,  *S64. 

Rates: 

Army  Intervenes  in  Lower  Rate  Proceedings 
Against  U.  P.  &  L.  Co.,  A90. 

Bi-Montbly  Billing  in  Effect  in  Southern  Cali¬ 
fornia,  J84. 

Colorado  Municipal  Plant  Announces  Increase, 
A82. 

Court  Order  Holds  Up  Reduction  in  Portland, 
D78. 

PTC  Releases  Report  for  Cities  of  50,000  or 
Above,  J84. 

Nevada  Given  Credit  on  Boulder  Power  Pay¬ 
ments,  N84. 

Order  in  Arizona  Case  Revised,  096. 

Original  (kist  Value  Ordered  in  Utah  Case, 
092. 

PUD  Request  for  Wholesale  Rates  Turned 
Down,  N84. 

PUD  Would  Compel  Wholesale  Rates  FVom 
Utilities,  0102. 

Regulatory  Confiscation,  t078, 

Tucson  Utility  Requests  Rehearings,  S92. 

Utah  Power  &  Light  Files  Large  Record  in 
^te  Reduction  Order,  D82. 

Utah  Power  &  Light  Reduction  Postponed,  N84. 

Vallejo  E.  L.  &  P.  Investigated  for  Rate  Re¬ 
duction,  S92. 

Repair:  See  “Maintenance  &  Repair.” 

Rubber : 

Production  of  Buna  S  Begins  in  Los  Angeles, 
J74. 

Rural : 

Allotment  Granted  to  Stevens  County  Electric 
Co-op,  0106. 

Arizona  Cooperative  Acquires  Utility  Facilities, 
A88. 

Battery  Brooder  Perfected  by  Puget  Sound 
P.  &  L.  Co..  *J73. 

Colorado  REA  Ordered  to  Reduce  Inventory, 
A78. 

Colorado  REA  Would  Buy  M.U.C.  Properties, 
A80. 

Co-op  Governing  Agency  at  Issue  in  Colorado. 

0100. 

Dehydrator  Uses  Radiant  Heat  Principle,  *A68. 

Farmstead  Wiring  Made  Available,  N75. 

Kodiak  Association  Awarded  Funds,  0102. 

Maintenance  Tips  Booklet  Prepared  by  G.  E., 
N75. 

Minnesota  Senator  Asks  REA  Investigation, 
A80. 

OWU  Ruling  on  Rural  Line  Extensions,  A92. 

Relaxation  of  Power  Line  Restrictions  in  B.  C. 
Results  in  Service  Additions,  A92. 

Senate  (Jommittee  Asks  Funds  for  Probe,  D84. 

Substitute  for  Hotbed  Cable  Aids  Gardeners, 
N76. 


INDEX 


Tavernetti,  J.  R.,  Prepares  Bulletin  on  Main¬ 
tenance  of  Farm  Electric  Wirins,  A69. 
Utility  Services  Help  Fill  Food  Quotas,  N7o. 
Victory  Gardens  Stimulated  by  PSP&L  Co., 
A69. 

Wartime  Care  of  Farm  Equipment.  J72. 
Western  Projects  Included  in  REA  Allocations, 
J82. 

Western  REA  Allotments,  D84. 

Western  States  To  Receive  $486,096  of  REA 
Funds,  N96. 


s 

Sacramento  Municipal  Utility  District: 

Hearings  BeKun  in  Condemnation  Suit,  0100. 

San  Uiejro  Gas  &  Electric  Co. : 

Prints  Tribute  to  Employees’  Contribution  to 
War  Effort,  J40. 

Puts  Mechanical  Employees  on  48-Hour  We<‘k, 
A90. 

Receives  Navy  Citation,  ♦SOO. 

Schools :  See  “Maintenance  &  Repair.” 

Seattle.  City  of : 

Plans  Development  Projects,  0106. 

Utility  Franchise  Debated  by  Council,  D96. 

Will  Institute  Bi-monthly  Meter  Readings  and 
Billinas,  0106. 

Southern  California  Edison  Co.  Ltd. : 

Condenser  Fields  Re-insulated  in  Utility’s  Own 
Shops,  •A49. 

Conservation  Reduces  Transportation  MileaKO, 
J83. 

“Penstock,  Tunnel.  Flow  Line  Maintenance.” 
by  T.  C.  Stavert,  *S66. 

“Power  Factor  in  One  Easy  I,esson,”  by 
Gt*orKe  N.  Hawley,  N.'iO. 

Tells  Customers  How  to  Make  Dehydrator,  S73. 

Transformer  Coils  Lifted  Without  Dismantling, 
‘N.’il. 

Southern  Colorado  Power  Co.  Plan  Relinquishes 

S.  G.  &  E.  Co.  of  Control,  D76. 

Stream  Flow : 

October  “Review”  Reports  on  Flow,  DS8. 

Power  Flow  Study  Available  for  California 
Streams.  A84. 

Report  for  Western  States  and  British  Co¬ 
lumbia,  J88. 


T 

Tacoma  City  Light  Plans  to  Move  Alder.  D88. 
Talc  Substitute  May  Be  Magnesium  Silicate,  0100. 
Taxes : 

Arizona  Edison  Asks  Rebate  on.  D92. 

Telluride  Power  Co.  Fine  Rehearing  Granted. 
D82. 

Trade  Notes:  .188,  A96.  S106.  0112.  N102.  D96. 
Training  Courses:  “See  Maintenance  &  Repair.” 
Tran.smission  : 

See  “Distribution  &  Transmission.” 

Tucson  Gas.  Electric  Light  &  Power  Co.: 
Commission  Revises  Order  in  Rate  Case,  096. 
Offer  of  Sale  to  City  Withdrawn.  A88. 
Rehearings  Request^  in  Rate  Reduction  Order, 
S92. 

Voters  Turn  Down  Proposal  for  Purchase  of 
Properties,  D76. 


War  Aided  by  Home  Service  of  Puget  Sound 
Power  &  Light  Co.,  ‘AoS. 

WLB  Order  Increases  Wages  of  PG&E  Em¬ 
ployees,  N88. 

WMC  LLsts  27  Utility  Jobs.  S96. 

War  Production  Board : 

Approves  Aluminum  Plant  for  Oregon,  A80. 
Designs  Guides  for  Interior  Lighting  and 
Wiring,  A66. 

Junks  Plan  of  Producing  Aluminum,  N86. 
Official  Refutes  Power  Shortage  Claim, 
D94. 

Will  Redistribute  Idle  Machinery,  N94. 

War  Realities  Faced  by  Association,  *J55. 

War  "Training  Courses:  See  “Maintenance  & 
Repair.” 

Wartime  Care  of  Farm  Equipment,  J72. 
Wartime  Service  Program  Initiated  by 
L.A.B.P.&L..  *074. 

Washington  Water  Power  Co. : 

Appeal  Denied  in  Power  Site  Valuation,  N84. 
Cooperates  in  Putting  Small  Business  Into  War 
Production,  A52. 

Gives  Help  to  War  Industry  Newcomers,  A56. 
Placed  Third  In  National  Safety  Council  Con¬ 
test.  N86. 

Puts  Rtddy  Kilowatt  Quiz  on  the  Air,  D63. 
“Welders,  A.  C. — Construction,  Operation — I.” 

by  Vernon  B.  Wilfley,  *D.54. 

Western  Colorado  Power  Co.  Transfer  of  Proper¬ 
ties  Approved,  J82. 

We.stern  States  Utilities  Co.  Sold,  096. 
Westinghouse  Electric  &  Mfg.  Co. : 

“A.  C.  Welders — Construction,  Operation — I.” 

by  Vernon  B.  Wilfley,  *D.74. 

“Electronics  at  Work  in  Industry — I,”  by  E. 
W.  Morris,  *047. 

Is.sues  Two  Bulletins  for  Homemakers.  A.56. 
Pi-epares  Motion  Pictui'e  to  Combat  Absentee¬ 
ism,  A.54. 

“3-Phase  Transformers  Save  Copper  and  Steel,” 
by  E.  W.  Morris,  *J44. 

“Tube  Protection  in  Electronic  Devices.”  by 
E.  W.  Morris,  N63. 

Wiring : 

Copper  Wire  Again  Available,  080. 

“Critical  Materials  in  Wire  and  Cable,”  by 
Austin  Dunham,  *A60. 

Electrical  Vulcanizing  Mould  (used  by  PG  and 
E  in  splicing),  *S67. 

Farmstead  Wiring  Made  Available.  N7.). 

Guide  for  Interior  Wiring  Issued  by  WPB, 
A66. 

Loan  Agencies  Aware  of  Need  for  Adequate 
Home  Wiring,  D60. 

“No.  14— Obsolete,”  by  J.  A.  Hill.  D61. 

No.  14  Wire  is  Obsolete,  tN76. 

Scheme  to  Facilitate  Reconnection  of  Ranges, 
*N62. 

J.  R.  Tavernetti  Prepares  Bulletin  on  Main¬ 
tenance  of  Farm  Electric  Wiring,  A69. 
Women  at  Work : 

San  Joaquin  Division  of  So.  Cal.  Ed.  Co.  to 
Prepare  Women  for  Commercial  Positions. 
0106. 
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